To:  Phillips,  Pam[phillips. pam@epa.gov] 

From:  Knabel,  Jessica 

Sent:  Fri  8/14/2015  5:53:54  PM 

Subject:  RE:  Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 


Thank  you,  Pam.  3-5  is  the  correct  number  of  days  of  water  supply  remaining  for  Momingstar.  I 
have  corrected  the  number  in  the  table  and  added  a note  below  the  table  explaining  the  revised 
number.  I will  send  out  the  revised  sit  rep. 


Jessica  Knabel 
214-665-2295 
Superfund  Division,  SF-VI 
U.S.  EPA  Region  6 


From:  Phillips,  Pam 

Sent:  Friday,  August  14,  2015  11:10  AM 

To:  Knabel,  Jessica;  Loesel,  Matthew 

Subject:  RE:  Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 


The  sitrep  has  some  inconsistencies.  In  the  Operations  section  you  say  that  we  are  working  with 
Momingstar  because  it  only  has  3 to  5 days  of  water  left  and  in  the  table  you  show  Momingstar 
has  10  days  of  water.  Which  is  correct?  If  the  10  days  is  correct,  we  need  to  add  some  sentences 
that  state  that  we  worked  out  the  problem  and  M now  has  a 10  day  supply 


From:  Knabel,  Jessica 

Sent:  Friday,  August  14,  2015  10:34  AM 

To:  Loesel,  Matthew;  Curry,  Ron;  Coleman,  Sam;  Edlund,  Carl;  Gray,  David 

Cc:  Taheri,  Diane;  Phillips,  Pam;  Ruiz,  Thomas;  Smith,  Rhonda;  Blanco,  Arturo;  Webster, 

Susan;  Petersen,  Chris;  Foster,  Althea;  Smith,  Monica;  Acevedo,  Janie;  Eoc,  Epahq;  Guria, 
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Peter;  Allen,  HarryL;  FEMA-R6- Watch;  Mason,  Steve;  Crossland,  Ronnie;  Hayes,  Mark;  Ruhl, 
Christopher;  Moore,  Gary 

Subject:  Gold  King  Mine  Spill  Situation  Report  - August  14,  2015 


Jessica  Knahel 
214-665-2295 
Superfund  Division,  SF-VI 
U.S.  EPA  Region  6 
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